INFORMATION   SHEET   2.13.11
TRANSFORMER COUPLED  AMPLIFIERS

INTRODUC TION

Many   electronic   systems,   ranging   from  voltage   regulators   to  complex
instrumentation   systems,   require   the   amplification of  d-c   and   a-c
voltages .     Many  times   one   stage  of  amplification   is  not   sufficient
to brig    the  amplitude  of   such   signals   to   the   required   values;
therefore,   the. different   types  of  coupling   are  necessary  to   ensure
that   maximum  transference  of  energy  is   required.      This   lesson   on
transformer  coupling   is   essential   for  the   technician.
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TRANSFORMER  EQUIVALENT CIRCUIT

Figure  1

257ion,   therefore  high   resistance   of  diode,
